रजिस्ट्री सं. डी . एल. - 33002/ 99 


REGISTERED No . D . L .-33002 /99 


भारत सरकार 
GOVERNMENT OF INDIA 


ANTRA 


PAL 


दिल्लीराजपत्र 


सत्यमेव जयते 


Delhi Gazette 


असाधारण 
EXTRAORDINARY 

प्राधिकार से प्रकाशित 

PUBLISHED BY AUTHORITY 
दिल्ली , सोमवार , अक्तूबर 16 , 2017 / आश्विन 24, 1939 
DELHI, MONDAY, OCTOBER 16 , 2017 /ASVINA 24 , 1939 


सं . 7] 
No. 7 ] 


[ रा. रा. रा. क्षे. दि . सं. 289 

[ N. C . T . D . No. 289 


भाग - III 
PART - III 


राष्ट्रीय राजधानी राज्य क्षेत्र , दिल्ली सरकार 
GOVERNMENT OF THE NATIONAL CAPITAL TERRITORY OF DELHI 


दिल्ली विद्युत विनियामक आयोग 

शुद्धिपत्र 

दिल्ली, 13 अक्तूबर, 2017 
No. F. 17(85)/ Engg ./DERC/ 2015-16/ C. F. No. 5109/1428. — दिल्ली विद्युत विनियामक आयोग ( आपूर्ति कोड तथा 
निष्पादन मानक ) विनियम, 2017, एनसीटीडी नं. 218, दिनांकित 17 - 08 - 2017 को दिल्ली राजपत्र असाधारण भाग -III , द्वारा 
अधिसूचित किया गया है । 
2. इस विनियम के अंग्रेजी संस्करण में कुछ विसंगतियां पाई गई हैं जिन्हें निम्नलिखित शुद्धिपत्र के द्वारा सुधार करने की 
आवश्यकता है: 


___ i. 


पृष्ठ 68 में विनियम 11 ( 4)(i)( d ), तालिका में क्रम संख्या ( v) में निम्नलिखित विनियम ; 


Within 1 day of receipt of payment 


Release of connection , where no Row 
or road cutting permission is required 


को पढ़ा जाये 


Release of connection , where no RoW 
or road cutting permission is required 


Within 1 day of receipt of payment 


Release of connection , where RoW or Within 9 days of receipt of payment 
road cutting permission is required 


ii. पृष्ठ 104 में विनियमन 77 में क्रम संख्या ( 3) के बाद क्रम संख्या ( 1) और ( 2) को , क्रम संख्या ( 4) और ( 5) पढ़ा जाये | 


iii. पृष्ठ 112 में Appendix-I, तालिका में निम्नलिखित क्रम संख्या ( 2)(iii); 
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Any other category notmentioned above 


13 hrs . 


को पढ़ा जाये 


Any other category notmentioned above 


12 hrs . 


3. 


TE Y & Y BRYTI Š 37H16 UURT POYT TIT 


सुरेंद्रा इडुपघंटी, सचिव 


DELHIELECTRICITY REGULATORY COMMISSION 

CORRIGENDUM 


Delhi, the 13th October, 2017 
No. F . 17 (85 )/Engg./DERC /15 - 16 /C . F . No. 5109 /1428 . — Whereas Delhi Electricity Regulatory Commission 
(Supply Code and Performance Standards) Regulations, 2017 , have been notified vide Delhi Gazette Extraordinary 
Part- III dated 17 -08 - 2017 , NCTD No. 218 . 


2 . Whereas certain discrepancies have been observed in the English version of the said Regulations, which need 
to be rectified by issuing following corrigendum : 

i. At page 68 under Regulation 11(4 )(i)(d ) at SerialNo. (v ) of the table insert as under 


For 


Release of connection , where no RoW 
| or road cutting permission is required 


Within 1 day of receipt of payment 


Read 


Release of connection , where no Row Within 1 day of receipt of payment 
or road cutting permission is required 
Release of connection , where RoW or Within 9 days of receipt of payment 
road cutting permission is required 


ii. 


At page No. 104 under Regulation 77 after Serial No. (3 ) for Serial No. ( 1) & (2) read Serial No. (4 ) & (5 ). 


At page 112 under Appendix -I at Serial No. (2 ) (iii ) of the table : 
For 


Any other category notmentioned above 


13 hrs. 


Read 


i) 


Any other category notmentioned above 
any 


12 hrs . 


3 . 


This Corrigendum is issued with the approval of the Commission . 


SURENDRA EDUPGHANTI, Secy . 
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